


Windows Printer Test Page 
You have correctly installed your Microsoft Print To PDF on MD-KFH-IT-08. 


PRINTER PROPERTIES 

Submitted Time: 02:20:46 PM 

Date: 13/02/2020 

User Name: KFHMD-DOM\Administrator 
Computer Name: MD-KFH-IT-08 

Printer Name: Microsoft Print to PDF 
Printer Model: Microsoft Print To PDF 

Color Support: Yes 

Port Name(s): PORTPROMPT: 

Data Format: RAW 


Printer Share Name: 
Printer Location: 


Print Processor: winprint 
Comment: 

Separator Page 

Location: 

OS Environment: Windows x64 


PRINT DRIVER PROPERTIES 


Driver Name: Microsoft Print To PDF 
Driver Type: Type 4 - User Mode 
Driver Version: 10.0.18362.1 


ADDITIONAL PRINT DRIVER FILES 
C:\\WINDOWS\System32\DriverStore\FileRepository\prnms009.inf_amd64_1a3d3a1167be9705\MPDW-manifest.ini 
C:\WINDOWS\System32\DriverStore\FileRepository\prnms009.inf_amd64_1a3d3a1167be9705\MPDW-pipelineconfig.xml 
C:\WINDOWS\System32\DriverStore\FileRepository\prnms009.inf_amd64_1a3d3a1167be9705\MPDW-constraints.js 
C:\WINDOWS\System32\DriverStore\FileRepository\prnms009.inf_amd64_1a3d3a1167be9705\MPDW_devmode_map.xml 
C:\WINDOWS\System32\DriverStore\FileRepository\ntprint4.inf_amd64_eb8489edd97eed31\Amd64\PDFRenderFilter.dll 
C:\WINDOWS\System32\DriverStore\FileRepository\ntprint.inf_amd64_ce3301b66255a0fb\Amd64\StdNames.gpd 
C:\WINDOWS\System32\DriverStore\FileRepository\ntprint.inf_amd64_ce3301b66255a0fb\Amd64\unires.dll 


